UNIVAC 


DIVISION OF SPERRY RAND CORPORATION 


EXECUTIVE OFFICES: 

P.0. BOX 8100, PHILADELPHIA, PA. 19101 
TELEPHONE: AREA CODE (215) Ml 6-9000 


June 23, 1967 


Dear Sir: 

Thank you for your interest in our UNIVAC FH-432/ 
FH-1782 Drum Subsystem, which you noticed in a recent new 
product announcement. We are presently preparing additional 
informative literature on this equipment, which will be sent 
to you as soon as it is available. 


Yours very truly, 


UN I VAC Division of 



Sperry Rand Corporation 


Michael M. Maynard 
Press Representative 



SUBURBAN PHILADELPHIA: TOWNSHIP LINE ROAD AND JOLLY ROAD, BLUE BELL, PENNSYLVANIA 




